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Marlboro 100's (red package) 10QFSP 
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15.8 
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Marlboro Medium KFHP 
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Merit Ultra Lights KFSP 
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Merit Ultra Lights Menthol KFMSP 
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HI 
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Merit Ultra Lights 100's ioofhp 
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ma 
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